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(2) Personnel                                        Accordingly a project was drawn up
by Mr. H. A. Moss and submitted
to the Govt. of India for sanction*
The Project could not be sanctioned
due to some suggestions abandon-
ing the channels taking off direct *
from the reservoir. The scheme led
to further investigations.
In 1910 Col. W. M. Ellis, R. S. was
appointed as special Superintending
Engineer who prepared a detailed
scheme and submitted it to the
Government of India. The scheme
was yet under consideration of the
Government of India, when un-
expected dispute arose between
Madras and Mysore. The Mysore
Government had already decided
to construct a dam for the storage
of water at Kannambadi, on the
Cauvery, some 12 miles above the
Mysore City, The dispute carried
on till 1922-23 and a final and
amicable decision was reached in
1924. In view of the unfavourable
award of 1914 necessitating reduc-
tion in the new area, to be irrigated
under the Mettur Reservoir, $ CoL
Ellis undertook the revision of his
1910 estimates and again submitted
the revised scheme to the Govern-
ment of India in 1916. There the
matter rested pending the final
orders of the Secretaryj>n the two
Governments case.
In 1921 the revised rules approved by
both the Governments again neces-
sitated farther revision of the
scheme but by beginning of 1924,
when the dispute was finally settled,
the revised scheme, according to
the settlement between the two
Governments was again submitted
to the Government which was
approved and the inauguration
ceremony was performed at the
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